THE CHICAGO STADIUM £ 

Madison, Wood, Warren and Wolcott Streets £ 
The largest indoor sports arena in the world ^ 
with seating capacity for 25,000 persons. A <>• 
feature of the huge auditorium is a giant 
organ. The greatest ever built, with a volume = 
of a military band of 2,500 pieces. « 
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